To:  Burgo,  Daniel[Burgo. Daniel@epa.gov] 

From:  Wagner,  Christine 

Sent:  Sat  8/1 5/201 5 1 :57:43  PM 

Subject:  FW:  Gold  King  Mine  - surface  water  summary  from  Friday,  Aug  7 through  Tuesday,  Aug  12  - 

R6 


From:  Smith,  Terry  On  Behalf  Of  EOC  Environmental  Unit 

Sent:  Saturday,  August  15,  2015  9:50  AM 

To:  Wagner,  Christine;  Smith,  Terry 

Cc:  Tulis,  Dana;  EOC  Environmental  Unit;  EOC_Manager, 

Subject:  Re:  Gold  King  Mine  - surface  water  summary  from  Friday,  Aug  7 through  Tuesday, 
Aug  1 2 - R6 


Christine:  The  units  have  now  been  changed  to  mg/L.  Which  means  the  Screening 
level  numbers  are  incorrect.  Those  are  the  values  for  ug/L.  The  actual  results 
themselves  seem  to  be  in  mg/L,  but  I can  not  confirm  that.  Also,  all  data  published  on 
the  web  site  so  far  for  water  have  been  ug/L.  If  we  post  numbers  in  mg/L,  that  is  going 
to  start  getting  confusing  to  the  public. 


Terry 


From:  Wagner,  Christine 

Sent:  Saturday,  August  15,  2015  8:36  AM 

To:  Smith,  Terry 

Cc:  Tulis,  Dana;  EOC  Environmental  Unit 

Subject:  FW:  Gold  King  Mine  - surface  water  summary  from  Friday,  Aug  7 through  Tuesday, 
Aug  1 2 - R6 


Terry, 


Please  see  the  message  below  requesting  release  of  R6  surface  water  data.  Upon  your  approval, 
this  is  ready  to  go  to  HQ  for  release  authorization 


1798655 


ED  000552K  00000979-00001 


Thank  you 
Chris 


From:  Loesel,  Matthew 

Sent:  Friday,  August  14,  2015  10:16  PM 

To:  Ruhl,  Christopher;  Wagner,  Christine 

Cc:  Rauscher,  Jon;  Webster,  Susan;  Smith,  Monica;  Martin,  John;  Petersen,  Chris;  Crossland, 
Ronnie;  Bhattacharya,  Dipanjana;  Delgado,  Eric 

Subject:  Gold  King  Mine  - surface  water  summary  from  Friday,  Aug  7 through  Tuesday,  Aug  12 


Please  find  the  validated  data  with  message  for  all  surface  water  samples  from  August  7 thru 
August  12,  2015.  Please  contact  us  with  any  questions.  Thank  you 


Matt  Loesel 

R6  Planning  Section  Chief 
US  EPA  - Region  6 
817-271-4586 
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